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permanent wedge at the tool s extreme wedging point, closing 
the pores in the wood and rendering the end of the handle im¬ 
pervious to moisture. The outside prongs force the wood around 



Fl<;. 2.—AS APPLIED TO HATCHETS. 

the shoulders of the shank, making it impossible for the wedge 
to loosen or come out, and reducing largely the usual trouble and 
annoyance caused by this simple want. They are made in all 



FIG. 3 .—SHOWING WEDGE AS APPLIED TO AXES. 


THE “NEVERSLIP” ANCHOR WEDGE. 

The Neverslip Anchor Wedge Co., Auburn, N. Y., are manu¬ 
facturing a Wedge for Hammers, Hatchets and Axes that seems 



sizes, for hammers, hatchets, axes, etc. It anchors at any point 
it stops. This feature of the “Neverslip” single-piece automatic 
anchorage it is claimed no other wedge possesses. Acknowledg¬ 
ing its merit by its selection, the company state that two of the 
largest hammer and hatchet manufacturers have adopted the 
“Neverslip” to be used in all the tools they manufacture. 


FIG. I.—AS APPLIED TO HAMMERS. 


to fill the bill perfectly for a wedge in a handle that has shrunken 
in the tool. It is denominated the “Neverslip,” and anchors as a 
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